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SEISDON  RURAL  DISTRICT  COUNCIL 


ANNUAL  REPORT 
of  the 

MEDICAL  OFPICER  OP  HEALTH 
for  the  year  1947 


I  have  the  honour  to  present  to  you  my  Annual  Report  for  1947 
Included  in  it  are  the  usual  tables  of  vital  statistics  and  of 
infectious  diseases;  also,  by  direction  of  the  Ministry  of  Health 
one  new  table  has  been  added  giving  particulars  of  the  number  of 
dwelling  houses  supplied  with  water-mains  in  each  separate  village. 

The  Health  of  the  District  has  been  satisfactory. 

According  to.  the  Housing  Act,  1936?  in  which  overcrowding  is 
defined  by  the  number  and  size  of  rooms  in  a  house  and  the  number 
of  its  occupants,  there  is  not  a  great  deal  of  overcrowding.  Many 
more  houses  are,  however,  needed  to  rehouse  those  in  insanitary 
buildings  and  also  to  enable  young  married  couples  and  their  children 
to  have  homes  of  their  own.  Many  occupy  one  room  in  the  house  of  one 
of  the  parents  and  there  is  usually  much  discomfort  and  friction. 
Anyone  obliged  to  live  with  '*  in-laws is  overcrowded,  I  suggest. 

Government  restrictions  upset  the  building  programme  a.nd  it  has 
been  a  most  disappoint ing  year  in  the  number  of  houses  built.  During 
the  last  two  years  the  population  has  increased  by  1140,  so  the 
provision  of  new  houses  has  not  kept  pace  with  the  increase  of 
population. 

Very  little  progress  has  been  made  in  improving  the  sewerage 
and  I  would  again  urge  the  provision  of  a  sewerage  scheme  for 
Pattingham  and  also  ask  consideration  for  one  at  Swindon,  this 
village  is  not  large  but  it  is  compact  and  the  lie  of  the  land 
would  allow  a  good  fall  to  a  sewage  works  in  the  valley  by  the 
stream, 

I  am  indebted  to  your  Surveyor,  Mr.  P.  Begley,  for  supplying 
the  information  about  the  number  of  Council  Houses  built  and  under 
construction.  He  also  informs  me  that  during  the  year  9  houses 
previously  without  a  piped  water  supply  were  connected  with  the 
mains  $  also  that  in  6  houses  pail  closets  were  replaced  by  water 
closets  connected  to  the  sewers. 
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My  thanks  are  due  to  the  Chairman  and  Members  of  the  Council^ 
the  Clerk  and  other  Officers  and  to  the  staff  of  the  Public  Health 
Department  for  the  help  so  freely  given  during  the  year. 


GENERAL  STATISTICS 


Population  . . ,  » . » 

Area  (Acres)  •  ••  «eo 

Rateable  VAlue  ,o  o  « , 

Sum  produced  by  penny  rate 
Total  number  of  houses 
Number  of  Council  houses 


. . .  20,780 

„ . .  41,996 
£112,151 

,  0  «  £441 
0,0  6^136 

0,0  3§9 


Section  A 


EXTRACTS  FROM  YIT. 

Births 

Live  Births 

( legitimate) 

Live  Births 

( illegitimate ) 

Birth  Rate 

per  1000  popul 

1947 

19.2 

1946 

18.2 

1945 

16  0  6 

1944 

22.1 

1943 

21.5 

Total  stillbirths  9 

Deaths 

M  F 

110  103 

Death  Rate 

1947 

10.2 

1946 

10,2 

1945 

10.5 

1944 

10.7 

1943 

10,1 

Total 

213 


M, 

191 

7 


F 

195 

7 


Total 

386 

14 


198  202  400 

England  and  Wales 


1947 

1946 

1945 

1944 

1943 


20.5 

19.1 

16.1 
.17.6 

16.5 


England  and  Wales 


1947 

1946 

1945 

1944 

1943 


12, 

11.5 
11.4 

11.6 
12.1 
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Number  of  women  dying  in  or  in  consequence  of  childbirth: 

1.  From  Sepsis  . * . •  0 

2«  From  other  causes  <,<>»  1 


Maternity  mortality  rate 

per  13000  live  births 

2.5 

Neath  of  Infants 

under  1  year 

of  ages 

M 

F 

Total 

Legitimate 

8 

1 

9 

Illegitimate 

0 

0 

0 

Total 

8 

1 

9 

1946 

6 

5 

11 

1945 

9 

11 

20 

1944 

10 

7 

17 

1943 

10 

7 

17 

Infant  Mortality 

rate  per  thousand  live  births 

9 

• 

Legitimate 

22 

.5 

Illegitimate 

0 

• 

England  and 

Wales 

Total  1947 

22.9 

1947 

41 

1946 

30.0 

1946 

43 

1945 

61.3 

1949 

46 

1944 

40.7 

1944 

46 

1943 

40*7 

1943 

49 

Deaths  from  Tuberculosis: 

Malo 

Female 

Pulmonary  Nonpulmonary 

Pulmonary  Non- pulmonary 

Tota 

1947  1 

0 

4 

1 

6 

1946  5 

1 

2 

1 

9 

1945  4 

1 

3 

- 

8 

1944  3 

2 

2 

7 

1943  3 

“ 

1 

•* 

4 

Cancer  Deaths; 

Male 

Female 

Total 

1947 

20 

21 

41 

1946 

10 

20 

30 

1945 

16 

10 

26 

1944 

22 

17 

39 

1943 

9 

22 

31 

NOTE 3  ON,  VITAL  STATISTICS 

Births  In  common  with  most  parts  of  the  country  there  has  Been 
an  increase  in  Births ,  400  against  367  in  1946,  But  the 
Birth  rate  which  has  risen  from  l8,2  to  19»2  per  15000 
population  is  sligh  ly  Below  that  for  England  and Wales, 

Deaths  The  total  was  213,  in  1946  it  was  20j9  The  death  raters 
Below  that  for  the  country  as  a  whole 0  Chief  causes  of 
death  in  order  of  there  frequency  were  Heart  Diseases  (57) 
and  Cancer  (4l)  The  ages  at  w hich  death  occurred  weres- 


M 

P 

Tot  a 

Under  1  year 

8 

1 

9 

1-10 

3 

2 

5 

10-20 

0 

2 

2 

20-30 

2 

2 

4 

30-40 

7 

6 

13 

40-50 

6 

9 

50-00 

12 

4 

l6 

60-70 

14 

19 

33 

70-80 

41 

32 

73 

80-90 

15 

24 

39 

90-100 

2 

2 

4 

110 

103 

213 

Tnfantile  Mortality 

9  Deaths  occurred  under  1  year  of  age*  The  dea.th  rate  is  only 
22«5  for  every  19000  live  Births «  This  is  much  the  lowest  rate 
recorded  and  compares  favourably  with  the  rate  of  41  for  England 
and  Wales, 


NOTIFIABLE  INFECTIOUS  DISEASES 

Total  cases 

notified 

Tot 

al  deaths 

Disease 

1947  194-6 

1945 

1944 

1943 

1947 

1946  1945 1944 1943 

Enteric  or  Typhoid 

•* 

2 

1 

mm 

1 

- 

1 

- 

mm 

Fever 

Scarlet  Fever 

21 

30 

20 

34 

64 

mm 

mm 

- 

- 

** 

Whooping  Cough 

23 

58 

52 

76 

8l 

1 

- 

1 

1 

1 

Diphtheria 

4 

1 

12 

7 

14 

mm 

1 

** 

1 

Smallpox 

- 

“ 

- 

— 

•• 

mm 

Measles 

198 

46 

227 

38 

296 

1 

- 

mm 

1 

Pneumonia 

2 

11 

10 

25 

13 

5 

13 

6 

17 

Puerperal  Pyrexia 

1 

3 

1 

3 

3 

mm 

1 

mm 

90 

*** 

Erysipelas 

2 

2 

1 

4 

mm 

*• 

** 

mm 

** 

CereBro -Spinal  Fv, 

- 

m* 

- 

— 

1 

mm 

•• 

** 

1 

Dysentery 

- 

2 

8 

5 

- 

mm 

mm 

— 

mm 

*■* 

Ophthalmia 

1 

4 

— 

1 

mm 

Neonatorum 

Ac.  Poliomyelitis 

3 

-  4  . 

mm 

mm 

mm 

mm 

Tuber culos is  s 


notified  during  the  year  (for  the 


first 


Total 


194-7 

1946 

1945 

1944 

1943 

1942 


Gases  of  Tuberculosis 


time) 

Pulmonary 

lion- 

Pulmonary 

Total 

Male 

Female 

0 

1 — 1 

o3 

Female 

3 

1 

2 

4 

10 

cases 

remaining  on  Register 

on  Do 

! comber  3rds 

30 

33 

26 

20 

23 

21 

6 

5 

3 

19 

21 

19 

75 

82 

69 

21 

6 

20 

69 

20 

21 

13 

14 

\ 

16 

12 

54 

53 

Section  ,  B 


Y/ATER  SUPPLY 


The  water  supply  of  the  District  is  mainly  furnished  by 
four  water  undertakings : - 


1®  Wolverhampton  Corporation  .Water  Undertaking  supplies  the 
villages  of  Codsall,  Y/rottesLoy  Detached,  Pattingham  and  Lower  Penn. 
The  water  is  a  mixture  of  waters  from  various  sources  of  supply  all 
of  whi ch  are  supplied  from  time  to  time  to  one  part  or  another  of 
the  Seisdon  District.  During  the  12  months  to  December  31st,  1947 
the  following  number  of  analyses  were  made: 

(a)  Number  of  Bacteriological  Analyses  of  raw  water 

before  treatment  . „ „  ...  69 

(b)  Number  of  Chemical  ditto  ditto  000  lo 

(c)  Number  of  Bacteriological  Analyses  of  water 

going  into  supply  .  ..  000  65 

(d)  Number  of  Chemical  ditto  ditto  ...  38 


2 •  Bilston  Corporation  Water  Undertaking  supplies 
Trysull,  Seisdon,  Himley  and  Swindon. 

The  number  of  Bacteriological  Analyses  madeduring 

1947  was s 

Raw  water  ...  ... 

Treated 'water  « .  ... 


Y/ombourn, 


4 

4 


3  «  South  Staffs.  Y/aterworks  Company  supp lies  Ki nv e r , 
Enville  and  Bobbington. 

The  number  of  Bacteriological 
water  before  treat  ment  was 
The  number  of  Bacteriological 
t r e a t e d  wa t  e r  was 

4.  City  of  Birmingham  Water  Department  supplies  the 
Iverley  portion  of  Kinver* 


Analyses  made  of  raw 
Analyses  made  of 


42 


63 


Bacteriological  analyses  are  made  weekly  and 
analyses  monthly  throughout  the  year. 


chemi cal 


I  am  indebted  to  the  Water  Engineer  and  Managers  Wolverhampton 

,  Bilston 
f,  South 

Ma na g  0 r  an d  Secret a r  y 
supplying  copies 


-  - -  —  -  -  J 

Corporation  Y/ater  Undertaking,  to  the  Borough  Surveyor 
Corporation  Y/ater  Undertaking,  to  the  Engineer- in-Ghie 
Staffs.  Waterworks  Company,  and  to  the  General  Manager 
City  of  Birmingham  Y/ater  Department  for  kindly 
of  typical  analyses  of  the  water. 

There  are  also  piped  supplies  from  local  springs  to  some 
houses.  The  remainder  have  well  water. 
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WATER  SUPPLY 


For  the  Seisdon  R.D.G,  covered  by  the  Rural 
Housing  Survey,  December5  194-7 


Houses  having  individual  piped  public  supply 

>«  w  *«  s  11  Private  w 

(Patshull  Estates) 

Total  having  individual  piped  supply 

Total  having  piped  supply  1:2  (i.e.  1  pipe  to 

two  houses) 

Total  having  piped  supply  1 s  3 
"  ”  S1  :I  1:4 

u  '  "  :i  1 2  5 

,i  <i  »  ”  lj  6 

il  il  il  il  1  •  7 

Total  having  piped  supply,  other  than 
individual 

Total  having  piped  supply 

Houses  having  individual  well  and  pump 
;i  :1  well  and  pump  Is  2 

;i  ,i  ;i  ■'  ;i  is  3 

.!  ii  ..  ”  11  is  4 

”  Is  5 

i!  V  ■  a  Iso 

Total  having  well's  without  pumps 

Houses  having  individual  wells  without  pumps 

Housing  having  wells  without  pumps  1:2 

il  it  il  ii  ii  1  S  ^ 

Total  using  wells  without  pumps 

To taR  using  wells 

Houses  having  spring  supply  Is  3 
Total  using  spring  supply 

Houses  without  water  supply  (obtained  on 
sufferance  from  neighbouring  houses ,  etc.) 

Total  houses  inspected 


no o  of  houses 

 o  6  0 


%  % 


54-39 

32  | 


5471 


88 

60 

40 

n 

7 


216 


75 

32 

18 

8 

15 

12 


11 

8 

5 


160 


24 


3 


11 


5885 


3 

11 


92.95 


5687 


0 

3  * 


65 


96.6 


12.65 


184 

3 

11 


5885  5885 


.45 


•  05 


3.1 


0O5 

.25  .25 


100 


100. 
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vVATEP.  SUPPLIES  IN  THE  SEPARATE  PARISHES 
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Section  C. 


GENERAL  PROVISIONS  OP  HEALTH  SERVICES 
Infectious  Diseases 

The  District  Council  is  a  constituent  Member  of  the  West 
Midland  Joint  Hospital  .Board  which  maintains  hospitals  at  Moxley, 
Bilston  and  Brierley  Hill,  On  the  Board  the  Council  has  one 
representative.  There  has  been  no  difficulty  in  securing 

admission  at  once  to  hospitals  for  all  ja  tients  for  whom  it  was 
necessary,  conveyance  being  made  by  the  Board’s  ambulances. 

Diphtheria  Immunisation 

To  prevent  diphtheria  two  injections  are  now  given  to  babies 
during  the  latter  part  of  their  first  year,  an  interval  of  a  month 
elapsing  between  the  injections.  The  protection  thus  given  lasts 
for  some  years  but  becomes  less  effective  by  the  time  the  children 
reach  school  age,  A  single  further  injection,  given  when  they 
start  school,  again  raises  their  resistance  to  the  disease.  During 
1947  at  the  Infant  Welf areCentres  and  from  private  practitioners 
1 77  infants  received  the  two  primary  injections^  at  the  schools 
38  children  who  had  not  be  en  immunised  in  infancy  received  the  same 
treatment,  and  126  children  treated  in  infancy  had  the  '’boosting  dose 
on  starting  school,, 

Tuber culos is 

The  Staffordshire,  Wolverhampton  and  Dudley  Tuberculosis 
Committee,  on  which  the  Council  has  a  representative,  maintains 
Dispensaries  at  Wolverhampton  and  Dudley,  and  Sanatoria  at  Prestwood, 
Kinver,  Groundslow, 

Maternity  Homes 

The  County  Council  maintains  a  number  of  beds  at  Sandf’ield 
Hospital,  Wordsley,  and  at  the  Rosemary  Ednam  Maternity  Home,  Sedgley 
for  normal  confinements.  Abnormal  and  septic  cases  arc  sent  to  the 
Women’s  Hospital,  Wolverhampton, 

Ambulance  Facilities 


By  arrangement  with  the  Brierley  Hill  UeD,  Council  and  the 
Wolverhampton  Borough  Council  ambulances  from  these  Authorities  are 
available  for  the  removal  to  hospital  of  non-inf ectious  patients. 
The  Brierley  Hill  ambulances  serve  the  villages  of  Kinver,  Enville, 
Bobbington  and  Swindon,  and  the  Wolverhampton  ones  the  whole  of  the 
rest  of  the  District, 
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Infant  Welfare  Centres 


The  County  Council  maintains  three  Infant  Welfare  Centres 
in  the  Districts - 

Men's  Institute, Wombourn  ,  „  .  Monday  afternoon 

Constitutional  Club,  Kinver  *  0  .  Friday  afternoon 

Free  Church  School-room,  Codsall  ,  **  Tuesday  afternoon 

I  have  the  honour  to  he, 

Your  obedient  Servant, 

A . P .  FRY , 

Medical  Officer  of  Health* 
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Form  572  (Revised) 


FACTORIES  ACT,  1937 

This  Table  is  enclosed  by  request  ofthe  Minister  of  Labour  and  National 
Service  to  indicate  to  Medical  Officers  of  Health  the  prescribed  particulars 
which  are  required  by  Section  128  (3)  to  be  furnished  in  their  annual 
reports  with  respect  ot  the  matters  under  Part  1  and  Part  Vlll  of  the  Act 
which  are  administered  by  the  District  Council.  It  is  not  intended  to 
supersede  the  Puller  statement  which  is  desirable  in  the  text  of  the  report. 


ANNUAL  REPORT  OF  THE  MEDICAL  OFFICER  OF  HEALTH  FOR  THE  YEAR  1947 

FOR  THE  RURAL  DISTRICT  OF  SEISDON  IN  THE  COUNTY  OF  STAFFORD 

Prescribed  particulars  on  the 
administration  of  the  Factories 
Act,  1937 


1.  INSPECTIONS  for  purposes  of  provisions  as  to  health  (including  ircpections 
made  by  Sanitary  Inspectors) 


Premises 

(i)  ! 

M/c 

line 

No. 

(2) 

Number  j  Number  of 

on  j  .Written  occupiers 

Register . Inspections  ;  notices  ; prosecuted 
(3)  :  (4)  !  (5)  !  (6) 

t  i 

M/  c 
line 
No. 
(7) 

(i)  Factories  in  which 
Sections  1,2, 3, 4,  and  6 
are  to  be  enforced  by 
Local  Authorities 

(ii)  Factories  not 
included  in  (i)  to  which 
Section  7  applies 

(a)  Subject  to  the  Loca] 
Authorities  (Transfer 

of  enforcement)  Order, 
1938 

(b)  Others 

(iii)  Other  premies 
under  the  Act  (excluding 
outworkers*  premises) 

] 

1 

1 

! 

8 

. 

| 

_ 

. 

1 

2 

A5 

. 

) 16 

2 

3 

/  1  / 

/  ;  / 

rr 

3 

4 

| 

i 

!  - 

i 

_ 

4 

TOTAL 

1 

23  i  24 

i 

- 

/ 


2#'  CASES  IN  WHICH  DEFECTS  WERE  FOUND 


i  M/c 
;  1  i  ne 

Numb  r  of  cases  in  which  defects 
were  found 

Number  of  M/c 
cases  in  :line 
which  [No. 
prosecutions 
were 

instituted  ; 

(7)  j(8) 

1 

Particulars 

; 

a) 

No. 

(2) 

Found 

(3) 

Remedied 

1 

|  (4) 

ReTe 

To.  H ,  i\I . 
Inspector 

(5) 

rred 

By  H.M. 
'Inspector 

(6) 

Want  of  cleanliness 
(S.l)  .. 

Overcrowding  (S.2) 

Unreasonable  temp¬ 
erature  (S.3) 

Inadeouate  vent¬ 
ilation  ( S .  4 } 

Ineffective  drainage 
of  floors  (3,6)  .  . 

Sanitary  Convenience 
( S .  7  ) 

(a)  insufficient 

5 

1 

1 

i 

i 

! 

*5 

•  -  •« 

6 

i 

. 

. 

:u 

7 

.  ... 

-  -  -  - 

l! 

•7 

8 

! 

i 

‘1 

8 

9 

!i 

ii 

;|  9 

s 

10 

1 

‘t 

ii 

|T 

jjio 

(b)  unsuitable 
or  defective 

ii 

1 

1 

* 

i 

1 

1 

i  1 

;| 

!|11 

(c)  Not  separate 
for  sexes 

12 

1 

1 

i 

"]  2 

Other  offences  (not 
including  offences 
relating  to  Home 
wo  rk ) 

13 

! 

1  ! 

i  ! 

1  i 

1  1 

j  i 

i 

-  —  .  -  -  -  -  i  ~  —  -  — 

! 

.  3  3 

TOTAL 

60 

— 

2  j 

_ J 

j 

2  1  1 

f  ] 

1 

1 

'60 

v 


■ 
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SEISDON  RUHAL  DISTRICT  COUNCIL 


ANNUAL  REPORT 
of  the 

CHIEF  SANITARY  INSPECTOR 
Year  194-7 


To  the  Chairman  and  Members*  Geisdon  Rural  District  Council 
Mr.  Chairman,  Ladles  and  Gentlemen, 

/ 

I  have  the  honour  to  submit  my  seventh  Annual  Report, 
that  for  the  year  194-7?  upon  the  work  performed  by  my  department* 

I  should  like  to  express  my  sincere  thanks  to  the 
Chairman  and  Members  of  the  Council  for  their  help  and  consid¬ 
eration  in  the  carrying  out  of  my  duties °y  to  the  Medical  Officer 
of  Health  and  other  Officials  of  your  Council  for  their  help,  and 
to  Mr,  Robinson  and  Miss  Rolinson  for  their  unfailing  and  willing 
assistance  at  all  times. 


SUMMARY  OF  GENERAL  SANITARY  ADMINISTRATION 


Total  inspections  009  •** 

Number  of  Complaints  received 
Pr  e 1 i mi nar y  Notices  Served 
Statutory  Notices  Served 
Preliminary  Notices  Complied 
Statutory  Notices  Complied 


0  0  9 


0  0  0 


O  O  o 


0  0  0 


9  0  0 
0  0  9 
0  0  0 
0  0  9 
ooo 
0  0  0 


0  0  0 
0  0  9 

0  0  0 
0  9  0 
9  0  0 
0  0  0 


0  0  0 
ooo 
ooo 

ooo 

ooo 

ooo 


0  0  0 
0  9  0 
9  0  0 
0  C  0 

•  00 

9  0  9 


5737 

137 

266 

35 

158 

19 


ROUT I1E  INSPECTIONS  MADE 


HOUSING 

Houses  inspected 

Overcrowding 

Survey 


0  9  0 


Primary 
Re-inspections 


0  9  0 

ooo 


OOO 
0  0  0 


0  9  0 

e  0  o 


0  0  9 

OOO 
OOO 


9  0  0 

0  9  0 

9  0  0 

9  0  0 


OOO 

•  00 

•  0  0 

0  0  0 


ooo 

0  0  0 

0  •  t 

ooo 


94 

611 

18 

1458 
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FACTORIES 


Factories  Mo, c ha n i c a  1  P o w or  •  .  • 

Factories  No  Mechanical  Power 
R  ake houses  , «  ,  ©  o  o  ©  o  o 


t  3  0 

0  9  0 
•  0  9 


0  0  9 

9  0  0 

0  0  9 


9  0  0 

tOO 

ooo 


9  0  0 

0  0  0 

ooo 


10 

8 

6 


MEAT  AND  FOOD  INSPECTIONS 


,t  and  Food  Inspections  - 


Day  , © © 

Evening  and 


ooo 

[J 


k-onds 


251 

118 


OTHER  ROUTINE  VISITS  OF  INSPECTION 


69 


Shops  -  Meat 

-  Fish 

-  General 
Food  Premises 
Dairies 
Cows  he  ds 
Sampling  -  Water 

-  Milk 

-  Ice  Cream 


9  0  0 
0  0  0 

ooo 

ooo 

ooo 


ooo 

9  0  0 

0  0  9 

0  0  9 

0  9  0 

0  0  9 

0  9  0 

OOO 

OOO 


9  0  0 

OOO 

ooo 

ooo 

9  0  9 

OOO 

ooo 

ooo 

ooo 


too 

ooo 

ooo 

ooo 

ooo 

ooo 

9  0  0 


too 

OOO 

ooo 

900 

0  0  9 

0  0  0 

9  0  0 

OOO 


ooo 

too 

ooo 

too 

ooo 

ooo 

ooo 

0  9  0 

ooo 


ooo 

ooo 

ooo 

900 

ooo 
6  0  0 

ooo 

ooo 

9  t  0 


12 

13 

42 

162 

18 

162 

6 

13 

12 


9  0  0 

ooo 

0  0  0 

0  9  0 


Accumulations 
C  amp ing  G rounds 
Drainage 

Infectious  Disuascs 
Miscellaneous 
Petroleum 
Piggeries 
Rats  and  Mice  (destruction) 
Refuse  Receptacles  . »0 

Tents,  Vans,  Sheds  ,,© 

Water  Supply  « ©  0  © , » 

Verminous  Premises  , 

P  ar  ms  ©  <>  0  ®  <>  © 


too 

ooo 

too 


9  0  0 

OOO 

ooo 

0  0  9 

ooo 

t  •  0 

9  0  0 

Act 

9  0  9 

OOO 
too 
9  0  9 
Ooo 


ooo 
0  0  o 

9  9  0 

0  0  0 

9  0  0 

OOO 

ooo 

0  0  0 

ooo 

ooo 

ooo 

ooo 


too 

too 

9  0  0 

ooo 

ooo 

ooo 

ooo 

ooo 

0  t  o 

ooo 

too 

too 


ooo 

0  0  O 

ooo 

ooo 

too 

ooo 

ooo 

ooo 

ooo 

0  9  0 

ooo 


p 

63 

527 

113 

20 

2; 

3 

450 

165 

1166 

158 

11 

5 
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COMPLAINTS 


One  hundred  and  forty-six  complaints  were  received  during  the  year 
under  review.  They  concerned  the  following  defects?- 


0  0 

0  9 
0  0 


Housing  defects 
A  c  c  ummu  1  a  t  i  0  ns 
Water  Supply 
Overflowing  cesspools 
Miscellaneous  .» 
Drainage  defects 


55 

4 

1 

2 

5 

55 


Refuse  Receptacle; 
Tents  jvansj sheds- 
Referred  to  other 
Rats 

Overcrowding 


denar  t m  nts 


0  t 

t  0 


11 

1 

5 

5 

2 
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Those  complaints  wore  distributed  amongst  the  parishes  as  follows: - 


Kinver 

29 

Codsall 

39 

Pattingham 

Seisdon 

10 

Lower  Pcnn- 

7 

Womb 0 urn 

Wrottesloy 

22 

Swindon 

1 

4. 

INFECT I QU 3  DISEASES 


Routine  disinfection  of  rooms,  etc*,  occupied  by  cases  of  scarlet 
fever  and  diphtheria,  w as  carried  out^  disinfection  after  cases  of 
tuberculosis,  cancer,  etc.,  was  undertaken  at  the  request  of  relatives 
The  method  of  disinfection  is  that  of  formaldehyde,  either  by  stoving 
or  in  spray  form. 


Rooms  disinfected  • *  „ .  , ,  32 

SLAUGHTERHOUSES 

There  arc  eight  private  slaughterhouses  in  your  Areas  those 
have  not  been  in  use  since  the  operation  of  the  Government  Meat 
and  Li vo s  t  o c k  3  cheme ,  J anuar y ,  1940 . 
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MEAT  AUD  ROOD  INSPECT I OH 


A  total  of  369  visits  were  made  in  connection  with  the  inspection  of 
meat  and  other  foods 3  2^1  wore  made  during  the  daytime  and  ll8  wore 

made  in  the  evening  or  at  the  week-end. 


I  have  a 
for  his  co 
Mr,  Baker 
returned  t 


gain  to  thank  the  Food 


e cut i v e  Officer,  Mr »  A 


T.T 

J. .  L  0 


Bake  r 


-operation  in  the  matter  of  inspection  of  home-killed  pigs 
supplied  each  applicant  for  a  licence  with  a  form,  to  be 
c  me,  showing  time,  place  and  date  of  proposed  si  lighter , 
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As  a  result  of  this  procedure 
conditions  were  found. 


299  pigs  wore  examined 5 


no  diseased 


The  following  items  were  also  inspected;- 


Pound  to  the  unsound,  unwholesome,  or  unfit  for  human  consumptions  - 


Cheese 

000 

9 

9  0  0 

—  ✓ 

11-g-lb 

Cooking  Pat 

>rJ 

000  000 

lb 

But  ter 

0  0  9 

0  9  0 

15  lb 

Cho  co late 

0  0  9  «90 

lb 

An  approximate  total  weight  of  86-g  lb 


7. 


C OW SHEDS 9  DAIRIES, _ ETC 

132  visits  were  made  to  cowsheds  and  16  to  dairies. 

Milk  sampling  is  undertaken  "by  the  County  Public  Health 
staff  and  I  am  informed  that  the  ro silts  of  samples  taken  "by  them 
indicate  a  very  satisfactory  state  of  affairs.  Notification  is 
sent  to  me  of  all  unsatisfactory  samples.  These  during  194-7 
number  three. 

0, 

HATER _ SAMPLING 

During  the  year  eleven  samples  of  water  were  taken  for 
bacteriological  examination  and  six  for  chemical. 

Eight  bacteriological  and  five  chemical  samples  wore 
sati sf actory 5  the  unsatisfactory  samples  were  obtained  in  the 
Moat  Brook  area.  Mains  supply  is  being  provided  in  this  district 

9- 

HOUSING 


j 

sited  as  follows^ - 

Bobbington  -  4 
Soisdon  -  7 
Codsall  -37 


306  Notices  were  served 


ing  the  year.  These  were. 


Pattingham  -  24 
Swindon  -  1 
Kinvor  -  5 0 


Wo mb 0 urn 
Lower  Penn 
Wr  0 1 1  e  s  le  y 


-  37 

-  8 

-  138 


305  of  the  notices  referred  to  the  Housing  defects 
0 numo rated  on  p ag 0 s  19*20  and  2 1 . 


The  remaining  one  was  concerned  with  the  following 


nuisance: - 


Moveable  Dv/ellings , Statutory 


0  0  3  0  0  3 


1 


10. 

VERMINOUS  PREMISES  AND  PERSONS 


Eleven  visits  were  made  during  the  year  to  premises  stated  to  be 
verminous.  The  following  actual  disinfestations  took  places - 

Rooms  infested  with  fleas  -  4  Rooms  infested  with  flies  -  17 

Stcving  by  sulphur,  or  spraying  with  an  insecticide  incorporating 
D.D.T.,  were  the  means  of  treatment  adopted,  the  operation  being 
sucessful  in  overy  case. 
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REPAIRS 


INTERNAL 


WALLS 


Plaster  impaired 
Internal  walls  repointod 


o  o  o 

0  0  0 


CEILINGS 

Plaster  repaired 
Cleansed  and  re-decorated 


0  0  0 
0  0  0 


WINDOWS 

4  Frames,  sashes  repaired 
Sashcords  provided 
Glazing  ,  8  0  0  e  0 

POORS 

W  o  o  dwo  r  k  r  o  p  ai  r  e  d  *  * , 
Door  sills  provided  .  00 


•  oo 

•  00 

0  0  0 


0  0  0 
•  o  ♦ 


O  o  o 

0  0  0 
0  0  0 


o  o  • 

»  a  « 


FLOORS 

Wood  floors  repaired 
Quarry  floors  repaired 


FIREPLACES 


Firegrates  repaired  . . 

Hearths ,  Mantels,  pointing  repaired 
Hot  water  system  , . 0  c «  .  »  9  0 


WATER  SUPPLY 

Provided  •  9  »  . «  »  « »  • 

Waste  of  water  remedied  « „ „ 
Defective  taps  repaired  90« 


0  0  0 

0  0  0 
0  0  0 


SINKS 


Provided  or  repaired  999 

Waste  pipes  provided  or  repaired 
Gulley  surround  repaired  00, 


o 


0 


WASHING  ACC OMLIOD AT  ION 

Washcoppers  repaired  0  0  9  9  •  0 

Fireboxes,  flues,  repaired  00o 

Pans,  brickwork,  rendering  repaired 


As  a  result  of 
an  Informal 
Notice 


15 

1 


31 

5 


9 

12 

1 

3 


12 

1 


8 

1 

4 


2 

1 


3 

4 
2 


2 

2 

1 


STAIRS 


FOOD 


Repaired  C99 

Treads  and  risers 


0  O  •  0  0  0 

repaired 


9  0  0 

•  09 


STORES 

Provided  0  c .  . . »  ,  c » 

Ventilation  and  light  provided 


4 

3 


l 

l 


As  a  result  o 
a  Statutory 
Notice 


8 

3 


1 
1 

1 

2 


2 


2 

2 


8 


1 

1 

l 


1 

1 
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REPAIRS  -  EXTERNAL 


ROOFS 

Timbers  and  coverings  repaired  •  •  . 
Slates  and  tiles  repaired  or 

provided 

Flashings  and  fillets  repared  ••• 

Ridge  tiles  repaired 

Verges  repaired  . .  •  .  »  . 

CHIMNEY  STACKS 

Repaired  •<• 

Brickwork  repointed  ... 

Chimney  potsprovided  •••  ••• 

GUTTERS 

Provided 
Repaired 
Cleansed 
Fall  provided 

RAIN  WATER  PIPES 
Repaired 


0  0  9 
0  o  o 
too 
0  t  0 

•  00 


0  9  0 
•  00 
0  0  0 
•  00 


•  oo 

•  00 

0  0  0 
0  0  0 


•  •  • 

ooo 
0  0  0 
0  0  0 


WALLS 


Bulging  and  dangerous 
Brickwork  repaired 
Pointing  0  • .  •  • 

Rendering  .  •  •  . « 

Pointing  round  doors 


repaired  « .  . 

•  0  0  too 

o  too  •  «  • 

0  to#  000 

and  windows 


WATER  CLOSETS 

Provided  , .  .  • • „  . , , 

Pans  repaired  eo.  ••• 
Woodwork  repaired  * , 0  • » „ 

Cisterns  etcas  repaired  ,,0 

PAIL  CLOSET 

Pails  provided  »«»  •  •• 

compartments  repaired  «». 


DRAINAGE 

Provided  or  repaired  •  •<>  «». 

Vent  *  provided  or  repaired  o»o 

Access  provided  or  repaired  • 

Cleansed  ««»  oo*  •  o  o  » o  • 

Gullies  provided  •  <»  * » 

Soil/vent  pipes  repaired 
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As  a  result  of  As  a  result  of 
an  Informal  a  Statutory 

Notice  Notice 


1 

3 


36  3 

32  3 

32  3 


4 

6 


l 


2 

2 


9 


1 

8 

7 

l 


2 

i 


5 


3 
7 

12 

4 
4 


10 

2 

2 


3 

2 


1 


e 


?  9  * 


REPAI  RG 


EXTERNAL 


CESSPOOLS 

Emptied  ,  0  ,  ... 

New  covers  provided 

DUSTBINS 

Provided 


0  0  9 
•  90 


0  0  0 
0  0  0 


ACC  ILL  •  TJLAT I  ON 
Removed 


000  000  000  000 


009  too  090  000 


Aa  a  result  of 
an  Informal 
Notice 

24 

1 


52 


2 


As  a  result  of 
a  Statutory 
Not  ic  e 

4 


4 


WATER  SUPPLY 
Provided 


#00  000  OOO  000 


3 


YARD  PAVING 
Repaired 

MISCELLANEOUS 


o  .  o  oo«  ooo  sao 


00.  00.  OOO  CO. 


2 

2 


DEFECTS  -  INTERNAL 

WALLS 

Damp,  defective 9  perished  plaster 
Defective  internal  pointing 


Action  required  by  a  Notice 


Informal 

15 

7 


Statutory 

5 

l 


CEILINGS 

Damp 9  defective,  perished  plaster 
Defective  bulging  plaster  »#0 


15 

10 


WINDOWS 

Defective  frames , sashes ,  casements 
Other  defects 9  sash- cords 
Broken  glass 
Window  area  too  small 


•  •0  ooo  ooo 


coo 

ft-  0  o 


ooo 


ooo 


14 

7 

8 

5 


1 

12 

1 


DOORS 

Defective  woodwork,  frames  etc., 
Defective  door  sills  0.0 


ooo 


5 


1 

7 


FLOORS 

Defective,  dilapidated  etc0,  wood  floors ^2 
Defective  floor  boards 
Defective  solid  floors 
Sub-floor  vent.  ... 


ooo 

ooo 

ooo 


9  0  0 


ooo 

OOO 


16 

2 


0 

J 

5 

1 


OOO  000 


STAIRS 

Defective 
Defective  treads  or  risers 
Lack  of  or  defective  handrails 


ooo 

ooo 


1 

3 

2 


1 
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DEFECTS  -  INTERNAL 


Action  required 
Toy  an  Informal 
Notice 


FIREPLACES 

Defective  and  dilapidated  ranges  2 
Dilapidated  and  defective  firegrates  2 
Defective  ironwork  of  ranges  and  grates  1 
Defective  ovens ,  firebars  etc®,  2 
Hot  w at er  system  oo«  o  <> »  •  <>  »  1 


water  supply 

Burst  pipes  0°o  •  <»  ®  000  o.o 


bl.  Rib 

ALsen.ee  of,  or  defective 
Defective  wastepipes 
Defective  gulley- surrounds 


3 


WASHING  ACC0ID.10DAT  I  ON 

Dilapidatod/def ective  washhouses  2 

Defective  fire-Boxes,  flues  1 


Action  require' 
"by  a  Statutory 
Not  ice 


4 

1 


8 


$ 


FOOD  STORES 

Ah s once  ?  •••  ••• 


DEFECTS 


EXTERNAL 


ROOFS 


Dilapidated  timbers  and  coverings 
Defective  and  missing  tilos/slatei 
Defective  fillets  and  flashings 


Defective  ridge  tiles 
Defective  verges 

CHIMNEY  STACKS 


Dangerous  and  dilapidated  . 0 ,  0  •  • 

Defective  Brickwork  and  pointing 
Broken  and  missing  chimney  pots 
Perished  f launching  of  chimney  pots 


GUTTERS 

Absence  o±  ooo  ooo  «  o  ® 

Defective  •  o  ®  »oo  •  o  o 

0  no  ked  «  ®  o  ®  o  <>  o  • »  •»# 

Y/ALLS 

Bulging,  dangerous,  dilapidated 
Defective  or  perished  pointing 
Defective  or  perished  Brickwork 
Defective  rendering  00.  » » • 

Defective  or  worn  window  sills 
Defective  pointing  around  arches 
Defective  pointing  around  windows 


6 

36 

82 

31 

29 


5 

5 

7 

5 


2 

3 
1 


7 

10 

16 

12 

1 

1 

8 


8 

17 

17 

9 

9 


3 

3 

o 


* 

6 

b 


2 

1 

4 

9 
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DEFECTS 


EXTERNAL 

Action  required 
"by  an  Informal 
Notice 


Action  required 
by  a  Statutory 
Notice 


YARD  PAVING 

Defective  * » , 


•  oo  eoo  ooo 


2 


1 


WATER  CLOSETS 

Defective/ dilapidated  compartment  1 

Defective  pans  or  'basins  ,»•  . .  »  17 

Defective  wo odwor  k ,  s oat s ,  etc.  1 

Defective  cisterns,  fittings,  etc,  37 

i 

PAIL  CLOSETS 

ii*b  sen  co  oi  *  •  o  o .  •  o  •  o  oo*  .  o  o  1 

>  Defective/ dilapidated  comps- rtment  3 

D  ei  oc  Live  perils  ooo  *  ,  o  •  o  »  ooo  2 


3 

11 


DRAINAGE 

Defective  or  insufficient  ,  0#  0 , „  9 
Lack  of,  or  defective,  access  6 
Lack  of,  or  defective,  ventilation  9 
Obs true  ted  0 , .  a , .  0 . .  , • 0  . . 0  30 
Defective  gullies  ...  00o  0.0  1 
Defective  vent,  or  soil  pipes  . 1 


C 


JltD  ij 


POOLS 

Overflowing 
Broken  cover 


ooo 

ooo 


ooo 

0  9  0 


23 

11 


3 

o 

J 

fN 

3 


5 

1 


DUSTBINS 

Dilapidated  or  required  , 00  8l 

Accumulations  •<>,  •  0  «  •»»  •  0 »  1 


WATER  SUPPLY 


"bsence  of 


0  •  a  *oa  ooo  ••• 


0 

J 


15 


As  noted  in  Part  One  of  my  report,  178  notices  were  complied  with 
during  the  year.  174  of  these  concerned  the  housing  repairs  noted 

on  page  17  • 

The  promises  concerned  were  sited  as  follows s- 


Bobbington  , ,  , ,  • * 

Lower  Penn  . .  0 •  » s 

Scisdon  and  Trysull 
Woiobourn  0  .  0  *  « » 


•  e 

o  o 

9  • 

•  o 


4 

6 

2 

28 


Codsall 
Ki  nver 
Patting ham 
Swindon 
Wro ttosley 


00  •  e  s  • 

o  •  00  0  • 

•  •  •  »  o  « 


21 

26 

18 

1 

72 
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Inspections  under  the  Rural  Housing  Survey  war  continued  during  the 
year  -  14^0  houses  being  inspected  in  detail 0  The  position,,  as 
reported  to  the  County  Council  Advisory  C  o  limit  t  o  ^  <,  ac  3  let  Doc.  .io  e  1 <> 
1947  was  as  1  o  1 1 0 w s  s  — 


Total  inspected  to  date 

Category  One 
Category  Tv/o 
Category  Three 

Category  Four  (Re-conditioning) 
Category  Rive 


2337 

1196 

294 

5a 

274 


Ro 0  of  cases  of  overcrowding  discovered  3 

Consequent  upon  your  Assistant  Sanitery  Inspector  leaving  in  November 
19^6  no  further  inspections  were  made  until  his  successor  took  up 
his  duties  in  March,"  194? .  Since  that  time  a  more  rapid  rate  has 
hecn  maintained;  this  is  duo  to  the  fact  that  the  houses  now  d>omg  _ 

ins oected  are  largely  of  the  Category  one  and  two  types ,  these  natural  ^ 
do  not  take  so  long  in  inspecting  as  the  lower  types.  Hover cneless  quite 
an  appreciable  number  of  defects  are  recorded  in  the  Category  two  houses | 
those  involve  re- inspections  and  a  fair  amount  of  correspondence ^before  ■ 
defects  are  remedied.  Ho  comment  from  me  is  necessary  as  che  dinicultics 
now  bein'?  experienced  in  getting  work  carried  out,  but  every  enort  is 
made  to  sec  that  the  more  urgent  works  are  attended  to  without  unnecessary 

delay, 

T’-n-  following  is  a  copy  of  a  report  submitted  on  l6th  January,  194-7 9  giving 
details ,  by  parishes, of  the  anticipated  number  of  houses  which  may  be 
included  in  Category  five  (houses  incapable  of  being  made  fit  c.  a 
reasonable  expense. 

(  for  copy  of  report  see  next  page] 

It  will  be  appreciated  that  these  figures  were  an  estimate  and 
detailed  inspections  of  the  incomplete  parishes  will  no  doubt  rev -a 

some  discrepancies, 

n  Inspections  carried  out  from  time  to  time,  for  various 

StiiVTtfber crowding,  suitability  as  tenants,  etc  royals  the 
fact  that  much  might  be  gained  by  regular  periodic  visits  to  all  voun 

Houses • 
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11. 


moveable  dwellings 

Work  under  this  heading  has  continued  throughout  the  year.  As  will 
he  noted  on  page  14  of  this  report  1166  visits  were  made  to  individual 
moveable  dwellings,  and  63  to  Camping  Grounds.  The  standard  of  the 
majority  of  these  sites  has  very  greatly  improved  during  the  past  two 
or  three  years.  Active  co-operation  is  maintained  with  the  Planning 
Officers  with  fruitful  results.  It  is  difficult  t q  give  an  accurate 
figure  of  the  number  of  individual  moveable  dwellings  in  the  district 
but  it  is  believed  to  be  in  the  neighbourhood  of  2J0. 

12, 

ICE  CREAM  SAMPLING  . 

Eight  samples  of  ice  cream  were  obtained  for  bacteriological  examination 
during  the  year.  Three  samples,  all  manufactured  outside  the  district 
were  considered  unsatisf actory  and  the  appropriate  manufacturers  and 
Health  Departments  of  the  areas  concerned  were  notified, 

13. 

GENERAL 


With  the  addition  of  the  Public  Cleansing  Service  to  the  duties  of  the 
Health  Department  in  April  1948,  it  will  be  impossible  for  the  standard 
or  number  of  inspections  made  in  past  years  to  be  maintained  without 
additional  technical  staff.  The  organisation  and  maintenance  of  the 
Refuse  Collection  Service  has  already  brought  the  number  of  inspections 
under  the  Rural  Housing  Survey  to  nil  for  the  quarter  ending  June  30th, 
1948*  Study  of  the  report  for  1947  will  reveal  the  great  variety  and 
responsibility  of  the  duties  of  the  Health  Department,  but  those  cannot 
be  performed  with  any  adequacy  unless  the  Department  is  adequately  staffed 
The  population  (20,700)  and  area  (44,000  acres)  fully  justify  the 
employment  of  three  sanitary  inspectors,  oven  without  the  addition  of 
the  refuse  collection  Service,  It  is  hoped  that  this  matter  will  receive  ■ 
satisfactory  consideration  during  the  Letter  part  of  1948  so  that  the 
Statutory  duties  of  the  Council  can  be  maintained  at  a  satisfactory  level.. 


I  am, 

Mr,  Chairman,  Ladies  and  Gentlemen, 

Public  Health  Dept,,  Your  obedient  servant, 

Council  Offices, 

Wombourn.  G.V.R,  LEE, 

August,  1948,  Chief  Sanitary  Inspector. 
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